INGRAHAM 

WATCHES 
& CLOCKS 



CATALOGUE No. 40 

1921-1922 



ESTABLISHED 1835 



The E. Ingraham Company 

BRISTOL, CONNECTICUT, 
U. S. A. 



PLANT OF 
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(Length 200 Feet) 



PLANT OF 

THE E. INGRAHAM COMPANY 

All Buildings of Modern Brick Construction 
Ventilated by Blower System and Well Lighted and Heated 




CASE DEPARTMENT 

(Length 424 Feet) 




PARTIAL VIEW OF PLANT FROM REAR 

(Plant Comprises 30 Buildings, Including the Shipping, Receiving and Fire Departments) 



PACKING AND PACKING CHARGES 



WATCHES 

Watches are packed in individual pasteboard boxes, twelve watches in a sealed carton. 

BOUDOIR CLOCKS 

An additional charge of twenty-five cents per lot is made for packing, if ordered in less 
than six assortments (36 clocks). 

ALARM CLOCKS 
An additional charge of two cents per clock, with a minimum charge of twenty-five 
cents is made for packing Alarm Clocks in less than case lots. 

EIGHT-DAY CLOCKS 

College Assortment packed three in a box. All other Mahogany Finished, Mahog- 
any and Black Enameled Mantel Clocks and Office Clocks packed singly. All Kitchen 
and Semi-Cabinet Clocks packed six in a box. Where clocks are regularly packed in 
an assortment, an additional charge of twenty cents per box is made for boxing in less 
than full assortments. 

IMPRINTING AND LETTERING 

Dials of Viceroy Watches will be imprinted in 1,000 lots and larger quantities, and the 
name Viceroy will be omitted, if required. Dials of other watches will be imprinted only 
in 1,000 lots and larger quantities and name of watch will not be omitted. Alarm clock 
dials bear name and brand of manufacturer and will not be otherwise imprinted. Lower 
glass of Office Clocks will be printed with customer's name and address in lots of six with- 
out charge. A charge of twenty cents each will be made for lettering in smaller quantities. 

SHIPPING WEIGHTS 

For the convenience of buyers we have tabulated below the approximate weights of 
our watches and clocks when packed for shipment. 



Watches 

Three dozen in a carton 7 lbs. Two gross in a wooden box. . . .65 lbs. 

One gross in a carton 28 lbs. 



504 Watches in a wooden box .... 105 lbs. 



Ace 57 lbs. 

Admiral 80 " 

Autocrat 60 " 

Cinch 70 " 



Alarm Clocks in Case Lots 

Dryad 45 lbs. Liberty. 60 lbs. 



Diamond 51 

Ideal 85 

Indian 65 



Merrimac 80 

Premier 70 

Rattler 65 



Rotator 90 lbs. 

Sentry 85 " 

Victory 70 " 

X-Ray ...65 " 



Eight-Day Clocks 
Six Mahogany Finished, Mahogany or Black Enameled Mantel Clocks weigh approxi- 
mately one hundred pounds. The College Assortment (three in a box) weighs twenty-five 
pounds per box. Kitchen and Semi-Cabinet Clocks (six in a box) weigh seventy to 
seventy-five pounds per box. Small Office Clocks weigh ten to twenty pounds each. 
Large Office Clocks weigh twenty to thirty-five pounds each. 

FITTINGS FOR KITCHEN AND CABINET CLOCKS 

Kitchen Clocks may be fitted as follows : 

Gongs, $1.00 each additional list. 

Alarms, $1.00 each additional list. 

Calendars, $1.00 each additional list. 

Drop Brackets and Levels, 83 cents each additional list. 

Thermometers and Barometers, $2.00 each per pair additional list. 
Both Alarms and Calendars cannot be fitted to the same clock. All Calendar Clocks 
have Roman dials. All Kitchen Clocks are packed six in a box and fitted three Roman 
and three Arabic dials unless otherwise specified. All Kitchen Clocks finished in oak. 
The Lake Line and Itasca Hanging Clocks will be furnished in walnut finish, if so ordered, 
in twenty -five case lots. 











(Guarantee 

TNGRAHAM Watches and 
A Clocks are thoroughly 
tested and carefully inspect- 
ed and we (guarantee that 
they will run and keep good 
time for at least one year, 
if not subjected to misuse or 
abuse. Any failing to do so 
will be repaired or replaced 
(at our option) without 
charge. We do not, how- 
ever, guarantee our Watches 
or Clocks against misuse or 
abuse, nor do we guarantee 
cases against ordinary wear. 
When repairs or replace- 
ments are required due to 
such causes a moderate 
charge is made therefor. 

Ufy? ?E. Sttaraljam Qlompang 











THE E. INGRAHAM COMPANY, BRISTOL, CONNECTICUT 



INGRAHAM WATCHES 

All Ingraham Watches fitted with Nonbreakable Crystals and Pull-Out Stem Sets 




INGRAHAM RADIUM 



INGRAHAM 

Nickel-Silver Case. 14 Size. Thin Model. 

Acme of Modern Low-Priced Watch 

Possibilities. 



INGRAHAM RADIUM 

Nickel-Silver Case. 14 Size. Thin Model. 
Radium Dial. 




PATHFINDER 

Nickel-Silver Case. 14 Size. Thin 

Model. A Watch for Hunting, 

Fishing and Outings. 




VICEROY 

14 Size. Nickeled Case. Embodies 
the most advanced features in low- 
priced watch construction. 



A real watch movement, built on watch 
principles with solid cut and polished 
steel pinions, double roller escapement, 
etc. Movement locks in case automati- 
cally without screws. 




VICEROY 
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THE E. INGRAHAM COMPANY, BRISTOL, CONNECTICUT 



"TINY TAMBOUR ASSORTMENT" 
BOUDOIR CLOCKS 

In producing this new line of Boudoir Clocks, we have endeavored to manufacture the finest small clocks on the market. 
The cases are made with graceful lines, are finished in beautiful dark mahogany, hand rubbed, and are fitted with our accurate, 
quiet and durable watch movement. These clocks have 2-inch White Porcelain Dials, highly polished Nickel Plated 
Sash, Dull Silvered Mat and Beveled Glass, and are fitted with artistic metal feet ; all carefully finished in keeping with the 
high quality of the cases. 

These Clocks are furnished also with Porcelain Radium Dials, if so ordered. 





ALICE 

Height, 4}4 inches. Width, 3 inches. 



MARION 

Height, 3}4 inches. Width, 8 inches. 




FAITH 

Height, S}4 inches. Width, 6 inches. 



RUTH 

Height, 3]/i inches. Width, 8 inches. 




JEAN 

Height, 3*4 inches. Width, 6 inches. 



GRACE 

Height, 3}4 inches. Width, 8 inches. 



Packed Six Assortments (36 clocks) in a Case. 
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THE E. INGE AH AM COMPANY, BRISTOL, CONNECTICUT 




ONE-DAY ALARM CLOCKS 

All cuts are one-half actual size of clocks 

INDIAN 

Height, 6 inches. Nickeled and Polished. 

Bell Inside Case. Stem Shut-off. 

Fifty (50) Clocks in a case 

SENTRY 

Height, 6 inches. Nickeled and Polished. 

Large Bell on Back. Stem Shut-off. 

Fifty (50) Clocks in a case 



ALL INGRAHAM ALARM CLOCKS 

FITTED WITH THE 

FAMOUS STEM SHUT-OFF 




Alarm released by raising ball. 
Alarm stopped by pressing ball down. 



CINCH INTERMITTENT 

Height, 6 inches. Nickeled and Polished 

Bell Inside Case. Stem Shut-off. 

Ten-Minute Intermittent Alarm. 

Fifty (50) Clocks in a case. 

IDEAL INTERMITTENT 

Height, 6 inches. Nickeled and Polished 

Large Bell on Back. Stem Shut-off. 

Ten-Minute Intermittent Alarm. 

Fifty (50) Clocks in a case. 



AUTOCRAT INTERMITTENT 

Height, 1% inches. Solid Brass Case, Scratched 
Brass or Nickel Finish. White Dial. Convex Glass. 
Large Bell Inside Case. Alarm Rings Alternately 
Every 15 Seconds for 12 Minutes. Packed 24 
Nickel Finish in a case unless otherwise specified. 
Twenty-four (24) Clocks in a case. 



LIBERTY 
INTERMITTENT 

Height, 7 inches. Nickeled 
and Polished. Large Bell on 
Back. Stem Shut-off. Ten- 
Minute Intermittent Alarm. 
Twenty-four (24) Clocks in a 
case. 

LIBERTY - RADIUM 
INTERMITTENT 

Height, 7 inches. Nickeled 
and Polished. Large Bell on 
Back. Stem Shut-off. Ten- 
Minute Intermittent Alarm. 
Dial numerals and hands treated 
with a guaranteed radium prep- 
aration which renders time read- 
ing in the dark perfectly prac- 
ticable. 
Twenty-four (24) Clocks in a 
case. 
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THE E. INGRAHAM COMPANY, BRISTOL, CONNECTICUT 



ONE-DAY ALARM CLOCKS 




ROTATOR 

Height, 6 inches. Nickeled and Polished. Large 

Bell Inside Case. Stem Shut-off. Ten-Minute 

Intermittent Alarm. 

Fifty (50) Clocks in a case. 




ADMIRAL 

Indestructible Enameled Iron Case. Height, 5^ 
inches. Width, 5 inches. Dial, 3)4 inches, Solid 
Brass, Silvered. Thirty-Hour Time. Twelve- 
Minute Alternating Alarm with Shut-off Switch 
Twenty-four (24) Clocks in a case. 




DRYAD 

Solid Brass Case. Height, 6)4 inches. 
Width, 4 inches. Metal Dial, 3)4 inches. 
Thirty-Hour Time, Twelve-Minute Alter- 
nating Alarm with Shut-off Switch. Packed 
Twenty-four Clocks in a Box (Eight Brass 
Finish, Eight Nickel Finish, Eight Copper 
Finish), Each Clock in a Separate Paste- 
board Box. 
Twenty-four (24) Clocks in a case. 




THE RATTLER 

Height, 6)4 inches. Nickeled and Polished. 

Bell on Top. Shut-off. 

Fifty (50) Clocks in a case. 




MERRIMAC 

Indestructible Enameled Iron Case. Height, 
5)4 inches. Width, 5 inches. Dial, 3)4 inches, 
Solid Brass. Thirty-Hour Time. Twelve-Min- 
ute Alternating Alarm with Shut-off Switch. 
Twenty-four (24) Clocks in a case. 







. 
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CLOCK 

Radium Dial 



X-RAY 

RADIUM DIAL 

Height, 6 inches. Nickeled and polished. 
Bell inside case. Stem Shut-off. 

Dial numerals and hands treated with a guaranteed radium 

preparation which renders time reading in the dark perfectly 

practicable. 

Case Lots, 50 Clocks. 



■■■■■■■■■MMMHHHnMHm 



BLACK DIAMOND JESS 1 ^ 



RADIUM DIAL 




BLACK DIAMOND 

EIGHT- DAY TIME AND ALARM 
RADIUM DIAL 

Height, 6 inches. Solid Brass, Nickeled Case. Large Bell on 
Back. Stem Shut-off. Time and Alarm Run Eight Days with 
One Winding. 

Dial numerals and hands treated with a guaranteed radium 
preparation which renders time reading in the dark perfectly 
practicable. 

Packed, each in a separate pasteboard box, and 24 clocks to a 
case (two cartons of 12 clocks each). 



THE E. INGRAHAM COMPANY, BRISTOL, CONNECTICUT 




THE MASTER 



EIGHT DAY ALARM CLOCK 




Height, 7 inches. Brass Case, nickeled and highly polished. 
Dial 4^ inches in diameter. Large clear toned bell on back. 
Alarm controlled by the Ingraham famous "Stem Shut-off." 

Time and Alarm Run Eight Days with One Winding. 

Twenty-four (24) clocks in a case. 
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THE E. INGRAHAM COMPANY, BRISTOL, CONNECTICUT 

EIGHT-DAY ALARM CLOCKS 

All cuts are one-half actual size of clocks 





ACE 
EIGHT-DAY TIME AND ALARM 

Height, 6 inches. Solid Brass, Nickeled Case. Large 
Bell on Back. Stem Shut-off. Time and Alarm Run 
Eight Days with One Winding. Packed, each in a sep- 
arate pasteboard box and 24 clocks to a case (Two 
cartons of 12 clocks each). 



ALL INGRAHAM ALARM CLOCKS 
FITTED WITH THE 
FAMOUS STEM SHUT-OFF 




Alarm released by raising ball 
Alarm stopped by pressing ball down 




VICTORY-RADIUM 
EIGHT-DAY TIME AND ALARM 

Height, 7 inches. Nickeled and Polished. Large Bell 
on Back. Stem Shut-off. Time and Alarm Run Eight 
Days with One Winding. Dial numerals and hands 
treated with a guaranteed radium preparation which 
renders time reading in the dark perfectly practicable. 
Twenty-four (24) Clocks in a case. 



PREMIER 
EIGHT-DAY TIME AND INTER- 
MITTENT ALARM 

Height, 1% inches. Solid Brass, Nickeled Case. Large 
Bell Inside Case. Stem Shut-off. Alarm Rings Alter- 
nately Every 15 Seconds for 12 Minutes. Time and 
Alarm Run Eight Days with One Winding 
Twenty-four (24) Clocks in a case. 
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THE E. INGRAHAM COMPANY, BRISTOL, CONNECTICUT 



EIGHT-DAY LEVER ALARM CLOCKS 

Solid Mahogany Cases, Eight-Day Time and Alarm 

All clocks on this page, except Sorrento, have porcelain dials and alarms. 




SEVILLE 

Solid Mahogany Case. Eight-Day Alarm. 

Porcelain Dial. Height, 7 inches 

Width, 6 inches 




SIBYL 

Solid Mahogany Case. Eight-Day Alarm. Porcelain Dial. 
Height, 8 inches. Width, 6 inches. 




SATURN 

Solid Mahogany Case. Eight-Day Alarm. 

Porcelain Dial. Height, 7 inches. 

Width, 6 inches. 




SANCHO 

Solid Mahogany Case. Eight-Day Alarm. Porcelain Dial. 
Height, 6 inches. Width, 11 inches. 





SAGE 

Solid Mahogany Case. Eight-Day Alarm. 
Porcelain Dial. Height, 6 inches. 
Width, 8 inches 

Packed twelve (12) Clocks in a case 



SORRENTO 

Solid Mahogany Case. Eight-Day Lever Time Only. 5-inch 
Paper Dial. Height, 8 inches. Width, 15 inches. 
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THE E. I NG RAH AM COMPANY, BRISTOL, CONNECTICUT 
Natural Grain Cases, Rubbed Mahogany Finish 

Eight-Day Time or Strike 





NILE 

Natural Grain Kubbed Ma- 
hogany Finish Case. 8-inch 
Dial. Convex Glass. Height, 
99 inches. Width, 10 inches. 



NYANZA 

Natural Grain Rubbed Ma- 
hogany Finish Case. 8-ineh 
Dial, Convex Glass, Height, 
3!) inches. Width, 10 inches. 
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THE E. INGRAHAM COMPANY, BRISTOL, CONNECTICUT 



Mahogany Cabinet Cases, Rubbed Finish 

Eight-Day 

Hour and Half-Hour Cathedral Gong Strike 

5-Inch Porcelain Dial Convex Glass 



Any of these clocks may be had with Silvered Dial if so ordered 




MESSINES 

Height, Q}4 inches. Length of Base, 22^ inches. 




RHEIMS 

Height, 9}4 inches. Length of Base, 22>£ inches. 



ROULERS 

Height, 9}4 inches. Length of Base, 22J^ inches 




PERONNE 

Height, §y 2 inches. Length of Base, 22J< inches. 
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THE E. INGRAHAM COMPANY, BRISTOL, CONNECTICUT 



Mahogany Cabinet Cases, Rubbed Finish 

Eight-Day 

Hour and Half -Hour Cathedral Gong Strike 

5-Inch Porcelain Dial Convex Glass 




CLARMONT 

Height, 9}4 inches. Length of Base, 22^ inches. 



SOMME 

Height, 9 l /i inches. Length of Base, 22^ inches 



Any of these clocks may be had with Silvered Dial if so ordered 





MEUSE 

Height, 9}4 inches. Length of Base, 22^ inches. 





CHARNY 

Height, 9)4 inches. Length of Base, 22>^ inches. 



ESNES 

Height, 9 x / 2 inches. Length of Base, 22>< inches. 
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T II E K . I N (i H A II A M CO M P A N V . BRISTOL, C O N N K CT 1 C V T 



Mahogany Cabinet Cases, Rubbed Finish 

Eight-Day /four and Half-Hour Cathedral Cony St rib- 5-Inch Porcelain Dial Con rex Clans 




OOUBCY 

Height. 11 inches, length <>f Base, H'j iik Ih-> 




OISE 

Height, Iftyi inches. Ix-ngth of Base, !> ! 4 inches. 




LILLE 

Height, 9*4 inches. Length of Base, 10 inches. 




YPRES 

Height, J J inches, length of Bane, Hyi inches. 
Inlaid Front. 




VERDUN 

Height, \i x i, inches. length of Base, 9J^ inches. 
Inlaid Front. 




CALAIS 

Height, 11,54 inches. Length of Base, 9>i inches. 
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THE E. INGRAHAM COMPANY, BRISTOL, CONNECTICUT 



Natural Grain Cases 
Rubbed Mahogany Finish 

Eight-Day 

Hour Cathedral Gong Half -Hour Cup Bell 

5-Inch Iveroid Dial Convex Glass 




GRINNELL 

Height, 10 inches. Length of Base, 19 inches. Inlaoid Decoration 
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THE E. INGRAHAM COMPANY, BRISTOL, CONNECTICUT 




Natural Grain Cases, Mahogany Finish 

Eight-Day Hour Cathedral Gong 
Half -Hour Cup Bell 



HORTON 

Five-inch Dial. Mahogany Finish Case. 

Height, 12 inches. Length of Base, 

9 inches. 




HOUSTON 

Five-inch Dial. Mahogany Finish Case. 

Height, \1% inches. Length of Base, 

9 inches. 




HAMPTON 

Five-inch Dial. Mahogany Finish Case. Height, 11 
inches. Length of Base, 14 inches. 




HADDON 

Five-inch Dial. Mahogany Finish Case. Height, 10 inches. 
Length of Base, 19 inches. 





HAMMOND 

Five-inch Dial. Mahogany Finish Case. Height, 11 inches. 
Length of Base, 19 inches. 



HANOVER 

Five-inch Dial. Mahogany Finish Case. Height, 10 inches. 
Length of Base, 14 inches. 
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THE E. INGRAHAM COMPANY, BRISTOL, CONNECTICUT 

Natural Grain Cases, Mahogany Finish 

Clocks on this page may be had with Oak Cases if so ordered 
Eight-Day Hour Cathedral Gong Half-Hour Cup Bell 




CODY 

Five-inch Dial. Convex Glass. Mahogany Finish 

Case. Height, 10 inches. Length 

of Base, 11 inches. 



CODY 
COLBY and COL- 
GATE 

packed in set and 

designated 
College Assort- 
ment. 




COLBY 

Five-inch Dial. Convex Glass. Mahogany Finish 

Case. Height, 10 inches. Length 

of Base, 11 inches 




COLGATE 

Five-inch Dial. Convex Glass. Mahogany 
Finish Case. Height, 10 inches. 
Length of Base, 11 inches. 




HOPE 

Five-incb Dial. Mahogany Finish Case. Height, 10 inches. Length 
of Base, 16 inches. Copper Columns. Bronze Trimmings. 




HOWARD 

Five-inch Dial. Mahogany Finish Case. Height, 10 inches. 




of Base, 16 inches. Gilt Trimmings. 



Length 
Mahogany Finish Columns. 



HOBART 

Five-inch Dial. Mahogany Finish Case. Height, 10 inches. 
Length of Base, 16 inches. Bronze Trimmings. 
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THE E. IN GRAHAM COMPANY, BRISTOL, CONNECTICUT 

Enameled Wood Cases 

Eight-Day Hour Cathedral Gong Half-Hour Cup Bell Convex Glass 




BONANZA 

Five-inch Dial with Convex Glass. Height, 10 inches. Length 

of Base, 14 inches. Copper Columns and Band. Bronze 

Trimmings. 




BLLTMORE 

Five-inch Dial with Convex Glass. Height, 10 inches. Length of 
Base, 14 inches. Nickeled Columns. Gilt Trimmings. 




SIGMA 



Five-inch Iveroid Dial with Convex Glass. Height, 10^ inches. Length 

of Base, 16^ inches. Cathedral Glass Window Effect. Green 

Metal Columns. Gilt Trimmings. 




DAWSON 



Five-inch Iveroid Dial with Convex Glass. Height, \0}4 inches. 

Length of Base, \§}4 inches. Mahogany Finished Panels. 

Inlaoid Silver and Gilt. Gilt Trimmings. 




ARLINGTON 



Five-inch Iveroid Dial with Convex Glass. Height, 11^4 inches. Length 

of Base, \Q}4 inches. Green Marbleized Mouldings. Copper Columns. 

Bronze Trimmings. 




Five-inch Iveroid Dial with Convex Glass. Height, \1]/2 inches. Length 

of Base, 17 inches. Green Marbleized Mouldings. Imitation Onyx 

Columns. Gilt Trimmings. 



THE E. INGRAHAM COMPANY, BRISTOL, CONNECTICUT 



Enameled Wood Cases 

Eight-Day Hour Cathedral Gong Half-Hour Cup Bell Convex Glass 




BANCROFT 

Five-inch Dial with Convex Glass. Height, 10 inches. 

Length of Base, 14 inches. Green Columns. 

Gilt Trimmings. 




PALACE 

Five-inch Iveroid Dial with Convex Glass. Height, 11 inches. Length of 

Base, 20K inches. Cathedral Glass Window Effect. Green 

Metal Columns. Gilt Trimmings. 




STANFORD 

Five-inch Dial with Convex Glass. Height, 12 inches. Length, 17 
inches. Green Metal Columns. Green Mouldings. Gilt Trimmings. 





PEKIN X3> 

Five-inch Dial with Convex Glass. Height, \Q}4 

inches. Length of Base, \iyi inches. Green Metal 

Columns. Gilt Trimmings. 



ARGAND 

Five-inch Iveroid Dial with Convex Glass. 

Height, \l}4 inches. Width, 10^ inches. Copper 

Columns. Bronze Trimmings. 




DESOTO 

Five-inch Iveroid Dial with Convex Glass. Height, 10>£ inches. Length of Base, 20 

inches. Mahogany Finished Panels. Inlaoid Silver and Gilt. 

Imitation Onyx Columns. Gilt Trimmings. 
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THE E. INGRAHAM COMPANY, BRISTOL, CONNECTICUT 



Eight-Day 



Enameled Wood Cases 

Hour Cathedral Gong Half-Hour Cup Bell 



Convex Glass 




BEACON 



Five-inch Dial with Convex Glass. Height, 11 inches. Length of 
Base, 15 inches. Copper Columns. Bronze Trimmings. 



Five-inch Dial with Convex Glass. Height, 11 inches. Length of Base, 17 % 
inches. Green Marbleized Mouldings and Columns. Gilt Trimmings. 





BIJOU 



Five-inch Dial with Convex Glass. Height, 11 inches. Length of Base, Vt}4 Five-inch Dial with Convex Glass. Height, 11 inches. Length of 
inches. Engraved Tablet Mouldings. Brass Columns. Gilt Trimmings. Base, 15 inches. Green Marbleized Mouldings. Green Metal Columns. 

Gilt Trimmings. 




Five-inch Dial with Convex Glass. Height, 11 inches. Length of Base, Five-inch Dial with Convex Glass. Height, 11 inches. Length of Base, 17 
17K inches. Green Marbleized Mouldings. Green Metal Columns. inches. Imitation Onyx Columns. Green Marbleized Mouldings and Panels. 

Gilt Trimmings. Gilt Trimmings. 
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THE E. INGRAHAM COMPANY, BRISTOL, CONNECTICUT 



LAKE LINE— Oak 




ITASCA 



Dial, 6 inches. Height, 22 inches. 

Eight-Day. Hour and Half-Hour Strike. 

Six Clocks in a Box 

3 Arabic, 3 Roman Dials 

(See page 4) 

Fitted with Alarms or Gongs, if so ordered. 



^i^h^lO^M^fo^r/nMM^ 



CAYUGA 




i/n^v^H)^'^ ^h)/!hv) : 



SENECA 



yJ^m$fJ^f^fwmj^i%WimM^Mfk^^^WMfK^3^^"m 



MICHA 



ONEIDA 
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THE E. INGRAHAM COMPANY, BRISTOL, CONNECTICUT 



OCEAN LINE— Oak 





k\VVVV\\VVVV^>\\v\\\V\\\\\\\\^\\\sWMy 




PACIFIC ARCTIC 

Dial, 6 inches. Height, liyi inches. Eight-Day. Hour and Half-Hour Strike. 
Three Styles. Six Clocks in a Box. 3 Arabic, 3 Roman Dials. 
Fitted with Alarms or Gongs, if so ordered. 



m\ \<\ s w\\ v\Vs\\\\ v\\\ \ s vWWWW 



ATLANTIC 




SUWANEE HANGING— Oak 

Dial, 6 inches. 

Height, 26 inches. 

Eight-Day 

Hour and Half-Hour Strike 

Six Clocks in a Box 

3 Arabic, 3 Roman Dials 

(See page li) 

Fitted with Alarms or Gongs, if so ordered 



ITASCA HANGING— Oak 

Dial, 6 inches 

Height, 25J^ inches 

Eight-Day 

Hour and Half-Hour Strike 

Six Clocks in a Box 

3 Arabic, 3 Roman Dials 

(See page |) 

Fitted with Alarms or Gongs, if so ordered 




SUWANEE HANGING— Oak 



ITASCA HANGING— Oak 
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THE E. INGKAHAM COMPANY, BRISTOL, CONNECTICUT 



SEMI-CABINETS 




AGATE— Mahogany 



SIREN— Oak 



LOTUS— Mission 



Dial, 6 inches. Height, 19 inches. Eight-Day. Hour and Half-Hour Strike. 
Six Clocks in a Box — 2 Oak, 2 Mission, 2 Mahogany Finish. 3 Arabic, 3 Roman Dials. 
Fitted with Alarms or Gongs, if so ordered. 





MAXIM— Solid Oak 

Dial, 10 inches. Eight-Day, Time 



MILFORD— Oak or Walnut 

Dial, 12 inches Eight-Day, Strike 
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THE E. IN GRAHAM COMPANY, BRISTOL, CONNECTICUT 




DROP OCTAGON— Solid Oak 



12-INCH DROP OCTAGON 
Dial, 12 inches. Height, 25 inches. 
Eight-Day, Time 
Eight-Day, Strike 
Eight-Day, Time, Calendar 
Eight-Day, Strike, Calendar 

10-INCH DROP OCTAGON 
Dial, 10 inches. Height, 21 inches. 
Eight-Day, Time 
Eight-Day, Strike 
Eight-Day, Time, Calendar 
Eight-Day, Strike, Calendar 

8-INCH DROP OCTAGON 
Dial, 8 inches. Height, 19 inches. 
Eight-Day Time 
Eight-Day, Strike 
Eight-Day, Time, Calendar 
Eight-Day, Strike, Calendar 




LUSTRE— Solid Oak 

Dial, 12 inches. Height, 27 inches. 

Eight-Day, Time 
Eight-Day, Strike 
Eight-Day, Time, Calendar 
Eight-Day, Strike, Calendar 




INGOT— Solid Oak 



12-INCH INGOT 
Dial, 12 inches. Height, 25 inches. 
Eight-Day, Time 
Eight-Day, Strike 
Eight-Day, Time, Calendar 
Eight-Day, Strike, Calendar 

10-INCH INGOT 

Dial, 10 inches. Height, 21 inches. 
Eight-Day, Time 
Eight-Day, Strike 
Eight-Day, Time, Calendar 
Eight-Day, Strike, Calendar 

8-INCH INGOT 
Dial, 8 inches. Height, 19 inches. 
Eight-Day, Time 
Eight-Day, Strike 
Eight-Day, Time, Calendar 
Eight-Day, Strike, Calendar 




LYRIC— Solid Oak 

Dial, 12 inches. Height, 27 inches. 

Eight-Day, Time 
Eight-Day, Strike 
Eight-Day, Time, Calendar 
Eight-Day, Strike, Calendar 



THE E. INGRAHAM COMPANY, BRISTOL, CONNECTICUT 




IONIC— Rosewood 

Dial, 10 inches. Height, finches 
Eight-Day, Time 
Eight-Day, Strike 




DEW DROP 

Imitation Rosewood or Oak Finish 

Dial, 12 inches. Height, 23>£ inches. 
Eight-Day, Time 
Eight-Day, Strike 
Eight-Day, Time, Calendar 
Eight-Day, Strike, Calendar 




IONIC — Mosaic 

Dial, 10 inches. Height, 22 inches. 
Eight-Day, Time 
Eight-Day, Strike 




HARTFORD— Solid Oak 

Dial, 12 inches. Height, 32 inches. 
Eight-Day, Time 
Eight-Day, Strike 
Eight-Day, Time, Calendar 
Eight-Day, Strike, Calendar 



POSTAL— Solid Oak 

Dial, 12 inches. Height, 31>^ inches. 
Eight-Day, Time 
Eight-Day, Strike 
Eight-Day, Time, Calendar 
Eight-Day, Strike, Calendar 




COMMERCIAL— Solid Oak 

Dial, 12 inches. Height, 32 inches. 
Eight-Day, Time 
Eight-Day, Strike 
Eight-Day, Time, Calendar 
Eight-Day, Strike, Calendar 
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WESTERN UNION 

Solid Oak 

Dial, 12 inches. Height, 36 inches. 
Eight-Day, Time 
Eight-Day, Strike 
Eight-Day, Time, Calendar 
Eight-Day, Strike, Calendar 



LANDAU 

Solid Oak, Rubbed Finish 
Golden Oak or Mission Finish 
as Specified 

Dial, 10 inches. Height, 38J< inches. 
Eight-Day, Time 
Eight-Day, Strike 
Eight-Day, Time, Calendar 
Eight-Day, Strike, Calendar 



NORTHWESTERN 

Solid Oak 

Dial, 12 inches. Height, 39 inches. 
Eight-Day, Time 
Eight-Day, Strike 
Eight-Day, Time, Calendar 
Eight-Day, Strike, Calendar 



TRENTON 

Golden Oak or Mahogany 

Finish as Specified 

Dial, 12 inches. Height, 38 inches. 
Eight-Day, Time 
Eight-Day, Strike 
Eight-Day, Time, Calendar 
Eight-Day, Strike, Calendar 
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OXFORD 

Solid Oak, Rubbed Finish 

Dial, 12 inches. Case, 17 inches Square. 
Eight-Day, Time 




ORMOND 

Solid Oak, Hand Polished 

Dial, 12 inches. Height, 35.K inches. 
Eight-Day, Time 
Eight-Day, Strike 
Eight-Day, Time, Calendar 
Eight-Day, Strike, Calendar 



HIGH-GRADE 

HANGING 

CLOCKS 

Finely Finished Cases 



ORACLE 

Rubbed Mahogany Finish 

Dial, 12 inches. Height, 26 inches 
Eight-Day, Time 
Eight-Day, Strike 
Eight-Day, Time, Calendar 
Eight-Day, Strike, Calendar 




OSTEND 

Rubbed Mahogany Finish 

Dial, 12 inches. Case, 17 inches Square. 
Eight-Day, Time 




OMAR 

Rubbed Mahogany Finish 

Dial, 10 inches. Height, 37 inches. 
Eight-Day, Time 
Eight-Day, Strike 
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